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1861426 
Moderne Clock 

Parts List 


A. Case 1 pc 

B. Movement 1 pc 

C. Battery 1 pc 

Install Battery & Adjust Settings 

1. Push the Movement (B) out through the opening in the back of the clock Case (A). 

2. Install the Battery (C) as indicated, according to the "+-" signs marked in the battery compartment. 

3. Adjust the time (Time Set Knob) by turning the time set knob. 

4. To set alarm time: 

Turn the alarm knob counter clockwise to set the alarm hand at the desired time. To activate the alarm, slide the 
switch to the left side (ON). To stop the alarm, slide the switch to the right side (OFF). 



Page 1 of 1 


Rl-10-22-03 


